7 n Medical \aboratories — Fistin] ha g y l 
g AY) tly Ole 





Iglo al) AS ye GS rota ill Elo 35) ud blo Sliogaeal gine iit 
Name : NIZAM OTHMAN YOUSEF ALBARAD’! ID No. - P698819 


Age : 47 Years Sample Time: 4:31 PM 

Sex : Male Sample Date : 16/12/2021 

Consultant : Lab No. : 12053 
TEST RESULT 


Molecular Diagnostics 


COVID-19 - Real Time PCR : NEGATIVE 
Received Specimen : Nasopharyngeal swab 
Methodology . The SARS- COV -2 Virus Real time PCR panel is a molecular in vitro 


‘diagnostic test intended for the presumptive qualitative detection of 
nucleic acid from the 2019-nCOV in upper and lower respiratory 
specimens. Genetic materials of COVID-19 Isolated, A specific 
fragment for the virus genes are amplified with specific primers and 
detected with a labeled hydolysis probe to give signal. 
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